Baird, Annette M. 


From; Garguilo, Thomas M. 

Sent; Thursday, December 05, 2002 10:52 AM 

To: Solana, Rick P.; Jones, Dick E.; Angel. Jan A; Katzenmeyer, Thomas A.; McCann, Amy 

Arnold; Murphy, Virginia; Osborne, Kevin (PMMC Legal); Patskan, George J.; Podraza, Ken 
F.; Rahardja, Francisca; Stratton, Alisa; Walk, Roger A,; Wrenn, Sue 
Cc: Cruise, Mark R,; Murphy, Larry B. 

Subject; RE: Updated Claims Substantiation Matrix 


Marketing has no objection to Rick’s recommendation. 

-Original Message- 

From: Soiana, Rick P. 

Sent: Thursday, December 05, 2002 9:18 AM 

To: Jones, Dick E.; Angel, Jan A; Garguilo, Thomas M.; Katzenmeyer, Thomas A.; McCann, Amy Arnold; 

Murphy, Virginia; Osborne, Kevin (PMMC Legal); Patskan, George J.; Podraza, Ken F.; Rahardja, 
Francisca; Stratton, Alisa; Walk, Roger A.; Wrenn, Sue 
Cc: Cruise, Mark R.; Murphy, Larry B. 

Subject: RE: Updated Ciaims Substantiation Matrix 

it would be important to me to see if we can sort out some terminology. WSA has been using the term 
"substantiation" to refer to the scientific data that is required to meet the lOM standard of "reduced exposure". 
Maybe there is no issue if in your context you use the term "claim substantiation" and in our context we use the 
term "reduced exposure substantiation". Does that work? 

-Original Message- 

From: Jones, Dick E. 

Sent: Monday, November 25, 2002 11:11 AM 

To: Angel, Jan A; Garguilo, Uiomas M.; Katzenmeyer, Thomas A.; McCann, Amy Arnold; Murphy, Virginia; Osborne, Kevin (PMMC 

Legal); Patskan, George J.; Podraza, Ken F.; Rahardja, Francisca; Solana, Rick P.; Stratton, Alisa; Walk, Roger A.; 
Wrenn, Sue 

Cc: Cruise, Mark R.; Murphy, Larry B. 

Subject: Updated Claims Substantiation Matrix 

We've made some progress this past week in refining our planned approach to claims, with the JLI Design 
Review Board approving the use of biomarker data, and an NPC review of a potential Accord Kit brochure 
using biomarker data. 

As a result of these decisions, I have revised the Claims Substantiation Matrix (now at rev OOd) to reflect these 
decisions. Most notably, you wiil see a new tab in the workbook. "Biomarker Data", that lists the claims i have 
culled from the document Francisca provided under a previous email. The original information is still in the 
workbook, under a tab now titled "Model Data". Refer to the "Revision History" tab for additional details. 

« File: Claims Substantiation - JLI.xls » 

Don’t hesitate to call with any questions or comments. 

THNX< 

Diclt 

@ 752-5615 

* 399-5649 cell/page 

flD richard.e.jones@pmusa.com 
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J an .A. Angel @pm usa. com 


Subject: Today's Accord Technical Review meeting from noon to 2 pm 


Hi everyone: 

We received news this morning that Richmond (MC, OC, Ashland) will be 
closed 

today due to severe weather. 

We would still like to get together here in NY at noon to discuss the 
research drafts to meet the research timing. The location is still 
120/23Main. 

I have obtained the following dial-in number for those who in 
Richmond/Arnold&Porter who are still willing & able to participate in the 
discussion. The number is as follows: 

* Toll-free dial in: 877-287-0283 

* Participant code; 414095 

Hope to talk to you at noon today. 

Francisca Rahardja 
917-663-2526 

> -Original Message- 

> From: Rahardja, Francisca 

> Sent: Wednesday, December 04, 2002 6:23 PM 

> To: Solana, Rick P.; Walk, Roger A.; Murphy, Virginia: Stratton, Alisa; 

> Osborne, Kevin (PMMC Legal): Patskan, George J.; Podraza, Ken F.; Wrenn, 

> Sue; Jones, Dick E. 

> Cc: Garguilo, Thomas M.; Katzenmeyer, Thomas A.; Angel, Jan A 

> Subject: Drafts for Accord Technical Review meeting 12/5 from noon to 

> 2 pm 

> 

> Hi everyone: 

> Based on our discussion today during the substantiation meeting, i've 
made 

> some modifications to the kit brochure draft and revised the lifestyle 

> brochure draft using similar language to describe the claim/graph. We 
will 

> be finalizing these drafts tomorrow 12/5 from noon to 2 pm for research. 

> Video conference will be held in 23Main (120 Park) and Executive Conf 
Room 

> at the OC. 

> 

> Please use this revised version for our discussion tomorrow to be 

> consistent with the decisions we've made today. 

> Below is a recap of outstanding issues on the brochure(s) that we need to 

> discuss tomorrow: 

> 

> * Consider a footnote on the graph indicating the timing of the 

> clinical study 

> * Discuss language to describe potential Increase 

> Use of the word "estimated" on the graph when using biomarker data 

> * Consider language addressing any potential differences in the 

> menthol data 

> * Wording of the "not safer" disclaimer 

> * Wording from the lOM report regarding not smoking more cigarettes, 

> inhaling more deeply, etc. 

> 

> I am also attaching drafts for the branded & corporate advertising. The 

> branded ad language is similar to what we've tested before, but we've 

> revised the disclaimer copy to address the two validation questions. 

> The corporate ad uses similar language to describe the Accord concept & 

> disclaimers. We are hoping to get an early read on how adult smokers 
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> react to this piece, given that it will be the first advertising we'll 
use 

> to announce the Accord expansion. 

> 

> « File: Accord Kit brochure draft 12.4.02 biomarker.doc » « File: 

> Lifestyle Brochure Draft 12,4.02.doc » « File; Accord advertising copy 

> 12.4.02.doc » « File: PM USA Ad Drafts 12.4.02.ppt» 

> 

> Francisca Rahardja 

> 917-663-2526 

> 


This communication may contain information that is legally privileged, 
confidential or exempt from disclosure. If you are not the intended 
recipient, please note that any dissemination, distribution, or copying 
of this communication is strictly prohibited. Anyone who receives this 
message in error should notify the sender immediately by telephone or 
by return e-mail and delete it from his or her computer. 


James Sandman James_Sandman@aporter.com 

Arnold 8t Porter Telephone: 202-942-5758 

555 Twelfth Street, NW Fax: 202-942-5999 

Washington, DC 20004-1202 

For more information about Arnold & Porter, click here: 
http://www.arnoldporter.com 


Bakdj^AnnetteJfl^__ 

From: Rahardja, Francisca 

Sent: Thursday, December 05, 2002 9:26 AM 

To: Solana, Rick P.; Walk, Roger A.; Murphy, Virginia; Stratton. Alisa; Osborne, Kevin (PMMC 

Legal): Patskan, George J.; Podraza, Ken F.; Wrenn, Sue; Jones, Dick E.; Mulligan. Kathleen; 
James_Sandman@aporter.com; Randal_Shaheen@aporter.com: 
’Jerome_Chapman@aporter.com' 

Cc: Garguilo, Thomas M.; Katzenmeyer, Thomas A.; Angel, Jan A 

Subject: Today's Accord Technical Review meeting from noon to 2 pm 

Importance; High 


Hi everyone; 

We received news this morning that Richmond (MC, OC, Ashland) will be closed today due to severe weather. 

We would still like to get together here in NY at noon to discuss the research drafts to meet the research timing. The 
location is still 120/23Main. 

) have obtained the following dial-in number for those who in Richmond/Arnold&Porter who are still willing & able to 
participate in the discussion. The number is as follows: 

• Toll-free dial in: 877-287-0283 

• Participant code: 414095 

Hope to talk to you at noon today. 

Francisca Rahardja 
917 - 663-2526 


—Original Message— 

From: Rahardja, Francisca 

Sent: Wednesday, December 04, 2002 6:23 PM 
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To: Solana, Rick P.; Walk, Roger A.; Murphy, Virginia; Stratton, /yisa; Osborne, Kevin {PMMC Legal); Patskan, George J.; Podraza, Ken 

F.; Wrenn, Sue; Jones, Dick E. 

Cc; Garguilo, Thomas M.; Katzenmeyer, Thomas A.; Angel, Jan A 

Subject: Drafts for Accord Technical Review meeting 12/5 from noon to 2 pm 

Hi everyone; 

Based on our discussion today during the substantiation meeting, I've made some modifications to the kit brochure 
draft and revised the lifest^e brochure draft using similar language to describe the claim/graph. We will be finalizing 
these drafts tomorrow 12/5 from noon to 2 pm for research. Video conference will be held in 23Main (120 Park) and 
Executive Conf Room at the OC. 

Please use this revised version for our discussion tomorrow to be consistent with the decisions we've made today. 
Below is a recap of outstanding issues on the brochure(s) that we need to discuss tomorrow: 

• Consider a footnote on the graph indicating the timing of the clinical study 

• Discuss language to describe potential increase 

• Use of the word "estimated" on the graph when using biomarker data 

• Consider language addressing any potential differences in the menthol data 

• Wording of the "not safer" disclaimer 

• Wording from the lOM report regarding not smoking more cigarettes, inhaling more deeply, etc. 

I am also attaching drafts for the branded & corporate advertising. The branded ad language is similar to what we've 
tested before, but we've revised the disclaimer copy to address the two validation questions. 

The corporate ad uses similar language to describe the Accord concept & disclaimers. We are hoping to get an early 
read on how adult smokers react to this piece, given that it will be the first advertising we'll use to announce the Accord 
expansion. 

« File: Accord Kit brochure draft 12.4.02 biomarker.doc » « File: Lifestyle Brochure Draft 12.4.02.doc » « File: 
Accord advertising copy 12.4.02.doc » « File; PM USA Ad Drafts 12.4.02. ppt» 

Francisca Rahardja 
917-663-2526 


Baird, Annette M. 


From: PM I, Corporate Affairs 

Sent; Thursday, December 05, 2002 7:21 AM 

Subject: PM I eNews - 05 December 


Please find attached today's PMI eNews : 



PMI eWewS - 05 
December.pdf 


For more news, please go to : httD://enews.us.pm.com/pmi/ 
Best regards, 

Your Internal Communications Team 
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32nd Annual Clinical Hypnosis Workshops, Earl Brown Continuing Education Center, St. Paul. MN 

Full conference brochures, including registration forms, are posted as they become available on our web site at 
http://www.med.umn.edu/cme/. YouOII also find our conference calendar, links to the Medical School and other health- 
related pages, and links to the Visitor6s Bureaus of Minneapolis and St. Paul. 


j' 


ji, 


ii 


UNSUBSCRIBE 

If you wish to be removed from our CME Newsletter Mailing List, please reply to this email and type UNSUBSCRIBE AND 
YOUR FIRST AND LAST NAMES in the subject line, 

Baird, Annette M._ 


From: 

Sent: 

To; 

Subject: 


Unverdorben, Martin 

Wednesday, December 04, 2002 7:27 PM 
Wrenn, Sue; Patskan, George J.; Elves, Robert G. 
K3K6 


Dear All, 

sorry, we modified the K3 K6 files to some extent. So please discard the attachments I sent to you earlier this day. 
Regards, 


Martin 



Martin Unverdorben 
MD PhD 

Baird, Annette M. _ 

Rahardja, Francisca 

Wednesday. December 04, 2002 6:23 PM 

Solana, Rick P.; Walk, Roger A.; Murphy, Virginia; Stratton, Alisa; Osborne, Kevin (PMMC 
Legal); Patskan, George J.; Podraza, Ken F.; Wrenn, Sue; Jones, Dick E. 

Garguilo, Thomas M,; Katzenmeyer, Thomas A.; Angel, Jan A 
Drafts for Accord Technical Review meeting 12/5 from noon to 2 pm 


From: 

Sent: 

To: 

Cc: 

Subject; 


Hi everyone: 

Based on our discussion today during the substantiation meeting. I've made some modifications to the kit brochure draft 
and revised the lifestyle brochure draft using similar language to describe the claim/graph. We will be finalizing these drafts 
tomorrow 12/5 from noon to 2 pm for research. Video conference will be held in 23Main (120 Park) and Executive Conf 
Room at the OC. 

Please use this revised version for our discussion tomorrow to be consistent with the decisions we've made today. 

Below is a recap of outstanding issues on the brochure{s) that we need to discuss tomorrow: 

• Consider a footnote on the graph indicating the timing of the clinical study 
» Discuss language to describe potential increase 

• Use of the word "estimated" on the graph when using biomarker data 

• Consider language addressing any potential differences in the menthol data 

» Wording of the "not safer" disclaimer 

• Wording from the lOM report regarding not smoking more cigarettes, inhaling more deeply, etc. 

! am also attaching drafts for the branded & corporate advertising. The branded ad language is similar to what we’ve 
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